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MINISTRY OF FINANCE 
(Department of Revenue) 

NOTIFICATIONS 
Central Excises 

New Delhi, the 1st December 1961 

G.SJt. 1434.—In exercise of the powers conferred by sub-sections (2) and (9) 
of section 3 of the Central Excises and Salt Act, 1944 (I of 1944), as in force in 
India and as applied to the State of Pondicheri^r and in supersession of the 
notification of the Government of India in the Ministry of Finance (Department 
of Revenue), No. 47/60-Central Excises, dated the 6th April 1960, the Central 
Government hereby fixes for the internal combustion engines liable to duty 
under sub-item (ii) of IGm 29 of the First Schedule to the said Act, and the 
Injrse-power of which is specified in column (2) of the schedule hereto annexed, 
the tariff! value specified in corresponding entry in column (3) thereof: 

Schedule 


Rem No. under First 
Schedule to the Central 
Excises and Salt Act 
under which article is 
ordinarily chargeable. 

Horse-power of the engine 





Tariff value 

(1) 



- 

(2) 




( 3 ) 









Rs. 

29(h) 

Upto 3 H.P. . 



* 




1,300 


For 4 H.P. 



• 




1,500 


5 H.P. . 



. 




1,600 


6 H.P. . 



• 




1,920 


7 H.P. . 







2,240 


8 H.P. . 

- 


• 




2,560 


9 H.P. . 



• 


• 


2,880 


XO H.P. . 





. 


3,200 


II H.P. . 



• 




3,360 


12 H.P. . 


• 

• 


• 


3,520 


13 H.P. . 

* 

* 



« 


. 3,680 
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Item No," under First 
Schedule to the Cential 
Excises and Salt Act 

Horse-powci of the engine. 

Tariff 

under which article is 

Value 

ordinarily chargeable. 




(I) 


( 2 ) 


f3) 


Rs. 

For 14 H.P. 3>*40 

15 H.P. 4.000 

16 H.P. 4,160 

17 H.P . 4.310 

18 H.P. 4.480 

19 H.P. .... ... 4.640 

20 HE. ........ 4,800 

21 H.P. 4,86 ' 

22 H.P. ........ 4,960 

23 H.P. 5.040 

24 H.P. S.tio 

25 H.P. 5,200 

26 HP, . .. 5,280 

27 H.P. 5.360 

28 H-P. . 5,440 

29 HJP. 5,520 

30 HJE>. .. 5>6»o 

33 Hi*. 5,6 Sq 

33 H.P. 5,760 

33 JLP, . . 5,840 

34 H-P. 5.920 

35 HJ?. 6,000 

36 H.P, ........ 6,080 

37 H-P. 6,160 

31 H.P. 6,240 

39 H.P.. 6,320 


Explanation. —Horse-Power—The unit of power Is the metric horse-power 
equivalent to 4 500 m-kg/min. (The horse-power hated on the Ips 
system is slightly larger than the metric horse-power and is equal 
to 1014 metric horse-power), determined as per Indian Standard 
Specifications 10M t» 1003. 


[No. 182/61,] 


r>«n 1435—In exercise of the powers conferred by sub-sections (2) and (3) 
of section 8 of the Central Excises and Salt Act, 1944 (I of 1944), as in foico.m 
Trirlin and as atJplicd to the State of Pondicherry, and in supersession of the notifl- 
the Government of India in the Ministry of Finance (Department of 
Revenue) No. 84/GO-clntral Excises, dated the lfoh June, 1960 the Central 
Srnment hereby fixes for electric motors (of the single or split phase type) 
chargeable with duty under sub-item (1) of item 30 of the First Schedule to the 
said Act and the horse power of which is specified in column 2 of the Schedu.e 
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hereto annexed, the tariff values specified in the corresponding entry in column 3 
thereof 


Sched ,11 ii- 


Item No. under First 
Schedule to the Central 
Excises and Salt Act, 

19^-1 under which the Horse power of electric me tor 
article is chargeable 


Tariff value 


(I) 


( 2 ) 


( 3 ) 


Rs. 


30 ( 1 ) . . (») Les' than 1/60 H.P. . .... 30 

(ii) 1 /ho H, P, and above but not exceeding 1/30 H.P. 40 

(Hi) Exceeding 1 / 50 . but not exceeding r /40 H.P. 50 

(iv) Exceeding l/r) 0 . but net exceeding 1/30 H P. (a 


(v) Exceeding 1 / 30 .. but not exceeding 1/20 H.P. 

(vi) Excecdirg 1 / 20 , but net exceeding j /12 H.P. 


(fitl Exceeding 1 / 12 , but not exceeding 1/6 H.P. . 130 

(viii) Exceeding 1 /<S, but not exceeding 1 /3 H.P. . . 160 

(iV) Exceeding 113 , but not exceeding 1/3 H.P. . -alo 

(x) Exceeding 1 ' 2 , but less than 1 H.P. ■ . 2 'o 

00 1 H.P. ...... 2 S 0 

(xiP Exceeding 1 H.P,, but not exceeding 2 H.P. . 390 


Explanation .—The horse power is equivalent to 0 ■ 7457 kilowatts. The rating 
shall be the continuous rating 111 accordance with Indian Standard 
Specification No. 99(5—1959. 


[No. 183/61.] 


G.S.R. 1436.—In exercise of the powers conferred by sub-sections (2) and (3) 
of section 3 of the Central Excises and Salt Act. 1044 (I of 1944), as in force in 
India and as applied to the State of Pondicherry, and in supersession of the 
notification of the Government of India in the Ministry of Finance (Department 
of Revenue) No, 85/60-Central Excises, dated the 10ih Jujic, 1960, the Central 
Government hereby fixes for three phase squirrel cage electric motors chargeable 
with duty under sub-item ( 2 ) of item 30 of the First Schedule to the said Act, and 
the horse power of which rs specified in column 2 of the Schedule hereto annexed, 
lal’iff values specified in the corresponding entries in columns 3, 4 and 5 thereof 
according to the synchronous speed indicated by the abbreviation R.P.M. 
(Revolutions per minute). 
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Schedule 


Item Nu. under Horse puvtei ot lUcci k n. >tur 

First Schedule to 
the Central Excises 
and Salt Act under 
which the article is 
chargeable 


Syr chrunous Speed and Tariff Valutc 


Nut 

e receding 
yoo R.P M. 


Exceeding 
900 R.P.M, 
but not 
exceeding 

i'roo R.P.M 


Exceeding 

1400 

R.P.M. 


Taiiffvalues Tariff values Tariff valuri, 
per motor per motor per nioten 


CO 

2 ) 

13 1 

'4' 




Rs. 

Rs 

1<5. 

JO(2)(0 

(i) J arid ab'We, but not excecd- 
1 re x II.P. 

480 

350 

290 


(11) Fxce-dingt HP, but not 
exceed 1. g a ll.P. 

570 

440 

35 ° 


(rii) Exceed!-y 2 IIP., butncl 
cxccedn g 3 II P 

640 

510 

400 


(Jv) Ex--’ 1 ig a H P , nut ncl 
exceeding 4 II P. 

720 

TjlO 

480 


(e) E- h g 4 H P., but riot 

exe-nii g >• il P 

8 to 

670 

530 


(01) Exceeding 5 H P., bui net 
exceeding Ci H.P. 

980 

770 

<5Co 


(iff) Fxce-du p C H P., but net 
exceeding S H P, 

1,090 

830 

670 


(uni) Exceellig 8 IIP., but not 
exceeding to H P., . 

I.380 

r 1,020 

8;o 

30(2100 

(iv) Exerting to H P., but not 
exc.cdi ig 13 Id P. 

I,/6o 

1,100 

I,CCO 


(x) Exceeding 13 IIP, but not 
exceeding it HP, 

H 950 

1,320 

1,110 


(xi) Exceeding ta HP., but no 
exceeding 70 H.P 

2,340 

1,740 

M8 o 


Explanation .—The hors? paver Is equivalent to 0-7457 kilowatts. The rating 
shall he the cont nuous ma^mum rating in accordance with Indian 
Standard Specification No, 325—1950 


[No. 184/61.1 


G.S.R. 1437. — In exorcise o" the powers conferred by sub-sections (2) and (3) 
of section 3 of the Central E'-cises and Salt Act, 1944 (T of 1944). as in for-e in 
India and as applied to the State of Pond : cherry, and in supersession of tha 
notification of the frove-nm nt of Tndin in the M'nistr ,r of Fin inro fDenarlmcnt 
o' Revenue) No 1 lfl/BO-Ccntral Excises, dated the 24 th Seotember, i 960 , the 
Central Government hereby fixes for thro phase sciujrrel cape oleotric motors of 
les 3 than i hor c c power rating eharccahle with duty under sub-item ( 2 ) of Item 
30 of the First Srhedu'e lo the sa ; d Act and the hors-> newer of which is specified 
In column 2 of t*v» S’hc J n’o bo-e'o annexed, the tariff values specified in th® 
corresponding entry in column 3 thereof. 
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Schedule 

Item No, under First 
Schedule to the Central 
Excises and Salt Act, 
1944 tinder which the 
article is chargeable 

Horse power of electric motor 

Tariff vah c 

(1) 

00 

( 3 ) 



Rs. 

80 ( 2 ) 

(i) Less than 1/60 I-LP. ..... 

40 


(»i) 1/60 II.P. and above, but not exceeding 1/50 H.P. 

JO 


(Hi) Exceeding 1/50, but not exceeding 1/40 H P 

Co 


(i-y) Exceeding T/40, but not exceeding 1/30 H.P. 

80 


(<j) Exceeding 1/30, butnot exceeding 1/20 H.P. 

90 


(W) Exceeding 1/20, but net exceeding 1/12 H P. 

100 


(vii) Exceeding 1/12, but not exceeding 1/6 H.P. 

160 


(viii) Exceeding 1/6, butnot exceeding 1/3 H.P. 

180 


(«) Exceeding t/3, but less than i H.P. 

220 


Explanation ,—The hprse power Is equivalent to 0-7457 kilowatts. The rating 
shall be the continuous maximum rating in accordance with Indian 
Standard Specification No. 325-—1959. 


[No. 185/61,1 
B. N BAN KVRJI, .Tt Sre\ 


POINTED IN INDIA BY Till GENE. AL MAN U,Ell, GOVERNMENT OF INDIA PRIMS. 
Nl.V.' DELHI AND PUBLISHED BY 1 HE MANAGER OF PUBT ICA'llOHS, DELHI, 19 bl 





